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AC Circuit Breaker Distribution Box 
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Smart Battery Charger 
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Parallel Strings 

For reference only- Install 
per product docurrent3:ion. 
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AWG depends on the size of th 
lnverter(usually > 4 AWG) 
























NerdAcres SP1 (Solar Plant 1) Simplified Wiring 


Six 215Watt Evergreen ES-215 PV Panels 
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60W, 12V, 5A 
6x Solar Panels 
(Parallel) 



12V, 10OAh x 2 
(Parallel) 
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Charge Controller 


60W, 12V, 5A 
4 x Solar Panels 
(Parallel) 
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12V, 1 OOAh x 2 
(Parallel) 
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